PROFESSIONAL HAND HYGIENE SYSTEM 


CLEAN.SAFE.EFFICIENT. 


EC@LAB  Epicare3 


HYGIENIC WASHING LOTION 


Epicare 3 is a hygienic washing lotion, free of perfume and artificial colourings. Epicare 
3 is ideal for the hygienic cleaning of hands. Epicare 3 is dispensed via the Maximum 
soap dispenser, which is an attractive modern design complete with window to identify 
contents and providing exact pre-set dosing to suit your needs. The pre-set volume is 
variable between 0.5 and 1.5ml. The Maximum soap dispenser is easily attached to the 
wall, is easy to clean and is fitted with a lever for hand, arm or elbow use. 


Application: For hygienic hand cleansing especially in food service. 


™ CLEAN - Hygienic washing lotion for hands. 
@ SAFE - Maintains the skin‘s protection with a natural pH value. 
® EFFICIENT - Controlled dosage via Ecolab dispenser. 


USE INSTRUCTIONS SPECIAL NOTES / INFORMATION 
1 > FOR USE WITH ECOLAB DOSING UNIT For professional use only! 
Epicare 3 is designed for the use in an SAFETY INFORMATION 
Ecolab dispenser. For further information and safety 
| Apply Epicare 3 to the hands instructions, see product label and Safety 
2 Foam with water Data Sheet. 


3 Rinse hands with water STORAGE CONDITIONS 


3 = Store between -10 and 30°C in original 


gu closed container only. 


PACK SIZE 
12 x 500 ml 
4x1,25L 
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